DENT        American Dental Association: dentistry

DH             American Dental Association: dental hygiene

DIET         American Dietetic Association: dietetics

DIETI        American Dietetic Association: dietetic intern-
ship

DT             American Dental Association: dental laboratory

technology

ENG           Accreditation    Board    for   Engineering    and

Technology, Inc.: engineering

ENGT         Accreditation    Board    for   Engineering    and
Technology, Inc.: engineering technology

FIDER       Foundation   for   Interior   Design   Education
Research: interior design

FOR           Society of American Foresters: forestry

FUSER      American Board of Funeral Service Education:
funeral service education

HSA           Accrediting   Commission   on   Education   for

Health Services Administration: health services
administration

HT             American Medical Association: histologic tech-

nician

IPSY          American Psychological Association: predoc-

toral internships in professional psychology

JOUR        American Council on Education for Journalism:
journalism

JRCB         Association   of   Independent   Colleges   and
Schools: junior college of business

LAW          American Bar Association: law

LIB            American Library Association: librarianship

LSAR        American   Society  of Landscape  Architects:
landscape architecture

MAAB        Accrediting   Bureau    of   Health    Education
Schools: medical assisting

MAC           American Medical Association: medical assis-

ting

MED           Liaison   Committee   on   Medical   Education:

medicine

MEDB        Liaison Committee on Medical Education: basic

medical science

MFCC American Association for Marriage and Family
Therapy: marriage and family therapy (clinical
training program)

MFCD American Association for Marriage and Family
Therapy: marriage and family therapy (gradu-
ate degree)

MICB American Academy of Microbiology: micro-
biology

MLTAB Accrediting Bureau of Health Education
Schools: medical laboratory technician

MLTAD American Medical Association: medical labor-
atory technician (associate degree)

MLTC American Medical Association; medical labora-
tory technician (certificate)

MRA          American Medical Association: medical record

administration

MRT          American Medical Association: medical record

technician

MT             American Medical Association: medical tech-

nologist

MUS           National Association of Schools ofMusic: music

NATTS National Association of Trade and Technical
Schools: occupational, trade and technical
education (associate and baccalaureate degree
programs)

NHSC National Home Study Council: Home Study
Education (associate degree programs)

NMT          American Medical Association: Nuclear Medi-

cine Technology

NUR           National   League   for Nursing:   baccalaureate

or higher degree program in nursing

OPT           American   Optometric   Association,   Council

on Optometric Education; optometry

OSTEO American Osteopathic Association, Office of
Osteopathic Education; osteopathic medicine

ixr Public Health:
